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UNCLAS VIENNA 00200 

USIAEA 

DEPT PASS IO/SCT 

E.O. 11652: N/A 
TAGS; IAEA, TECH 

SUBJECT: CONSULTANTS MEETING TO ASSESS PERFORMANCE 
AND DESIGN REQUIREMENTS FOR LIQUID SCINTILLATION 
COUNTERS USED IN NUCLEAR MEDICINE LABORATORIES IN 
DEVELOPING COUNTRIES, VIENNA, FEBRUARY 13-15, 1978. 

1 . MISSION HAS RECEIVED AGENCY LETTER ANNOUNCING 
SUBJECT MEETING, TASK OF WHICH WILL BE (1) TO 

REVIEW THE TYPES OF MEASUREMENTS THAT ARE COMMONLY 
PERFORMED (ISOTOPES, ACTIVITY, SAMPLE SIZE, SAMPLE 
NUMBER), (2) TO IDENTIFY THE DESIGN FEATURES REQUIRED 
OF INSTRUMENTS TO CARRY OUT SUCH MEASUREMENTS 
RELIABLY AND INEXPENSIVELY IN LABORATORIES IN DEVELOPING 
COUNTRIES, (3) TO REVIEW IN THIS LIGHT THE DESIGN 
FEATURES OF COMMERCIALLY AVAILABLE INSTRUMENTS, AND 
(4) TO IDENTIFY INNOVATIONS THAT MIGHT USEFULLY 
BE INTRODUCED INTO SUCH INSTRUMENTS TO MAKE THEM BETTER 
ADAPTED TO NEEDS. 

2. LETTER INVITES U.S. NOMINATION OF EXPERT TO 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 VIENNA 00200 111829Z 

PARTICIPATE IN MEETING AND SUGGEST THAT MR. E. RAPKIN, 
INTERTECHNIQUE U.S. CORP., FAIRFIELD, N.J. WOULD 
BE IDEAL CANDIDATE. 

3. AGENCY WILL PAY ROUND-TRIP TRAVEL COST (TOURIST) 

PLUS DAILY SUBSISTENCE ALLOWANCE. 
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4. PLEASE ADVISE. STONE 
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